Patterson,Robert (HHSC) 


From: 

Sent: 

To: 

Cc: 

Subject: 

Attachments: 


Aida Sus <twhcaida@gmail.com> 

Monday, December 12, 2016 2:26 PM 
Alexander,Irmgard (HHSC) 

Sorensen,Rebecca (HHSC); Laosebikan,Camille (HHSC); Himes-Crayton,Claudia (HHSC) 
Pharmacy lie. 

WHCC pharmacy appL.pdf 


Good Afternoon, 

We reeeived the notiee about not having our pharmacy Lie. on Friday 12-9-16 

1 am attaching the cover sheet and supporting documents showing we applied for the Pharmacy Lie. In July 
2016. In Sept. 9-16-16 we received a deficiency notice which we overnight ed back on 9-19-16 As of yet we 
have not heard back from them. 1 have called several times and have faxed them a note asking for an update we 
have not received any response. Ms Tenison and 1 are both trying to get an answer as to why we have not 
received a response. 

If there is anyone that you know we can contact please let us know. At this time we are calling and faxing to the 
numbers listed on the application. 


Thanks Aida 

Tenison Women's Health Center 
5505 Broadway Blvd 
Garland Texas 75043 
Ph 214-703-6527 
FX 214-703-6514 
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